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Evaluation of a ‘breaking bad 
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Using the Delphi technique to 
identify the cancer education 
requirements of general 
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performance at the end of 
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Community-based education: is 
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Cross-cultural communication in 
medicine: questions for 
educators 257 

Cultural identity and representing 
culture in medical education. 
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the doctor-patient communication 
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education: an evaluation of 
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Dentistry 
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students: values and practices of 
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364 
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life events among medical 
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students? /etter 83: reply 84 
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18 
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medical education in a district 
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What do students actually do on an 
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log diary study 1101 
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than answers? 816 
Educational materials, ‘Holding it 
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in international medical 
graduates by physician 
examiners and standardized 
patients 762 
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proficiency of graduates of 
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honours year in public health and 
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Erratum 417, 419 
Error, Medical error: a discussion of 
the medical construction of error 
and suggestions for reforms of 
medical education to decrease 
error 855 
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Ethics approval for research in 
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1008 
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295 
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716 
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“Just think of TB and Asians", 
that’s all I ever hear’: medical 
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see also Cultural diversity 
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curricular tutoring 925: /etter 1001 
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Faculty, Medical student and faculty 
perceptions of desirable primary 
care teaching site characteristics 
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experiences of pre-registration 
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391 
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much already known, so much 
more to understand: editorial 
188 
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erratum 417 
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report of the Cambridge 
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Course 782 
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Using real patients in problem- 
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school: general practice and 
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perceptions of desirable primary 
care teaching site characteristics 
660 

Queensland, The ‘tropical triangle’: a 
health education partnership in 
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